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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 11033 1421 10Z 

20 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

110446 

R 142007Z SEP 76 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 4748 
USDOC WASHDC 

INFO AMCONSUL RIO DE JANEIRO 

UNCLAS CARACAS 11033 

E.O. 11652: N/A 
TAGS: EAIR, EIND, VE 

SUB J : AIRCRAFT ENGINE OVERHAUL PLANT 

1 . THE FIRM VENEZOLANA DE MOTORES AERONAUTICOS E INDUSTRIALES 
C.A. VENEMAICA HAS BEEN LEGALLY ESTABLISHED WITH A CAPITALI- 
ZATION OF BS. 40 MILLION. THE SHAREHOLDERS ARE THE DOMESTIC 
AIRLINE LINEA AEROPOSTAL VENEZOLANA-LAV, THE VENEZUELAN AIR 
FORCE AND THE GOVERNMENT-OWNED CORPORACION DE INDUSTRIA AERO- 
NAUTICA C.A. CORPAVENCA. 

2. THE ENTERPRISE IS TO ESTABLISH FACILITIES FOR THE REPAIR 

AND OVERHAUL OF RECIPROCATING AND TURBINE AIRCRAFT ENGINES AND 
INDUSTRIAL GAS TURBINES. VENEMAICA AT PRESENT IS NEGOTIATING 
WITH GENERAL ELECTRIC TO OBTAIN TECHNICAL ASSISTANCE AND 
ADVISORY SERVICES. 

3. CORPAVENCA INFORMED THE EMBASSY THAT IT DOES NOT EXPECT 
WORK ON THE CONSTRUCTION OF THE NEW FIRM'S FACILITY TO BEGIN 
BEFORE JANAURY 1977. 

VAKY 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, AIRCRAFT MAINTENANCE, NEGOTIATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 SEP 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA1 1033 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760347-0631 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760964/aaaacckm.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: vandyklc 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 FEB 2004 by MaustMC>; APPROVED <26 AUG 2004 by vandyklo 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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